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i. pocabion 


the village of KUCHINOf 37°53 7498/5545 00") was east of 

MOSCO’, about 2: miles south of the MOScO’-GORKT highway. 

he Laboratory vas about 1 3/10 miles south of P°CFI™, 
dast of the Pekhovka Brook. 


2. Installations 
5ae ANNGX La 
4, Work Force 


About 500 Soviets. It was noted that they were comparatively 

“ell dressed and that high-rankine Soviet officers often 

visited the test laboratory. 
The German engineer TE”STED?, “hoe was employed in the electrical 
plant, stated: In the test laboratory, experiments “ith sta~ 
tionary radio telenhony oe end decimeter and millimeter 


waves “ere eee nade, lost of the test equipment vas of 
German and "3 origin. 


5. lbersonal Chservations 


varts of the Wuerzburg radar set, Telefunken type amplifiers, 
in addition to British and US tubes were seen on a scrap hean. 


G Infereices 
Since the German enrineer THTSTED? oecasionalivy came tc the 


Laboratory, the electrical plant and the test SAUOE ALO TY 
were assumed to be interconn ected, 


See toe Red Nee eae 


SVATE 
| ARway Y HF Xi are 


Je tt ae ee eer 


: 


| This. “document Is | hereby tegraded to 
CONFIDENTIAL In accordance with the | 
letter cf 13 Cctober Grae from the 


Sa ized ict oF AUB O YEE FEERE! 


Next Review Rate: 2008 


Sanitized - Approved For Release : CIA-RDP82-00 57R004000280012-8 


Document No. 


No Change In Class. C] 

[J Declassified 

Class.. Changet To: TS S$ C 
Auth.: HR: 70-2 


Sanitized - Approved For Release : CIA-RDP82-00457R004000280012-8 


SOURCE 


10, 


Sanitized - Approved For Release : CIA-RDP82-00457R00400028001 2-8 


SSORET-TOMMOL/UI OFFISTALS OnLy COMFIDE~ AL 


CENTRAL INTELLIGENCE AGENCY 


ea 25X1A 


PW who has worked for a short time as a buildine worker at 
the plant. 


End_of 19497 
Location 

Jane as stated by the first source. 

installations 

See Annex 2 

Cbservations 

Small eaptive balloons ~ere raised every second day to an 
altitude of about &5 feet. They ~ere connected “ith measuring 
instrunents which were read and recorded by Seviet nersonnel. 
Rumors 

Sources heard from Soviets thet the nlant was a high-freq-ency 


test laboratory. According to these Soviets, experinents 
were made in radio techniques and carrier frequencies. 


25X1A 
ME ovo: 


The report ig the first information on a hirh-fPrecuency re- 
search institute and a radio equipment plart in KUCHING near 
MOSCOW, If the information is correct,this ould be the third 
hirh-frequeney laboratory tn become known since the ~ar, the 
other to beine the MOSCOW-ILINSKAYA and the FRYAZTNO institutes: 


b. The Neve 4uericher Zeitung, in an article on the ‘coviet 
ir Fores published in its £0 November 1°46 issuc, stated that 
the constructitn of a large high-frequency test Laboratory | 
"AS Beery in KUCHINO inrediately after the ~ear, 


Ce a the production plant proper ig 
abou "oO miles fron the laboratory, “hile source IT stated. 


that it is attached to the old electre olant. Hoth renorts 
are, nowever, in arrecezent as to the location of the instal— 
lation south of KUCHING and the U-shaned form of the nev 
electric plant. 


d. Engineer TENSTEDT mentioned in the renort has not been 
ca ried in the list of the de-orted German exnerts. 


S On the whole,the statements by both sources are consi dered 
to be correct. The observations made at the serap heap of 

the plant are believed narticulerly reliable since, as ig 
generiily known, sueh serap heaps are of snecial interest 

to PWs. ; 


25X1A 


omment = a es 
A acientific research laboratory at Kuchino hes previously. becn reported, 
but not in detail. 7 


2 Annexes: High Frequency Luborttory and Hlectrie Plant in KUCHINO. 
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